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* American Cyanamid Company (Plastics & Resins Division) 
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Corley Mfg. Company 


i sn III. | TUITE 1s saan sesinandenissisiunemnnannansiiinennpnaanenaindenmniatdentnennoeiil 65 
Dieh! Machines, Inc. ...... 
Dodge Mfg. Corporation 
Dry Clime Lamp Corporation (Dri-Quick 


Foley Mfg. Company 

Forest City Tool Company .. 
Franklin Glue Company, The . 
Fyles and Rice Plywood Sales, Inc. 
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Gulf Oil Company (Perkins Glue Division) 


Indiana Cash Drawer Company 
Jeffrey Mfg. Company, The 
Koch Sons, Inc., George 


Lancaster Inc., J. M 

*' Lineberry Foundry & 

* Lodge & Shipley Company, The 
Lumb Woodworking Company, Inc. 
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Masengill Machinery Company 
Masonite Corporation 

* Mattison Machine Works 
Mereen-Johnson Machine Company 
Metal Carbides Corporation 
Moisture Register Company .... 
Moline Paint Mfg. Company .. 
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National Starch & Chemical Corporation 
Nelsonite Chemical Products, Inc. 
North American Products Corporation 


* Oliver Machinery Company 
Onsrud Machine Works, Inc. 


Peerless Saw Company, The 
Perkins Glue Company (Division of Gulf Oil Company) 
Porter Machinery Company, C. O 
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Roberts Consolidated Industries, Inc. 

Rodgers Machinery Mfg. Company, Inc. ... 

Ruvo Automation Corporation 


Schreiber System, USA Ltd. 

Selby Furniture Hardware Company 
Signode Corporation 

Smith Machine Company, H. B. 
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Tannewitz Works 
Taylor Mfg. Company, James L. 
Timesavers Sanders, Inc. 
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Yates-American Machine Company 


*See this company’s advertisement in the 1966 Edition of WOODWORK- 
ING DIRECTORY and HANDBOOK. 
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Lineberry Router Bits have long been known 
as America’s No. 1 Router Bit because it 
is our constant endeavor to make them out- 
standing in every detail. 


Starting with the most carefully selected steel, 

sharpest and fastest cutting edges, smoothest 

clearance and truest running are design- 

engineered into every Lineberry Router Bit. 

— is why we can unconditionally guarantee 
em. 


To make sure they reach you in perfect 
condition, cutting edges are fully protected 
with a heavy plastic coat. The red tang identi- 
fies them as genuine Lineberry. High Speed 
Tungsten Steel or Carbide Tipped. Regular 
sizes in stock. Special sizes and shapes avail- 
able promptly. Write for price list. 
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320 Forrester Ave. North Wilkesboro, N. C. 
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This convenient index will help you locate articles of interest. 
The Editors are pleased to fulfill requests with available tear- 
sheets or reprints. Write: Editor, Woodworking Digest, 


Hitchcock Building, Wheaton, Illinois 60187. 
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MANAGEMENT 


Minimum Wage May Legislate You Out of Business Jan., p. 
Equipment modernization means survival for many 
woodworkers. 
Design Success Will Not Prove Quality Jan., p. 21 
Are timing and promotion the reasons for sales success? 
Wood is the Inn Material Feb., p. 18 
Face it—consumers want wooden furniture. 
Air Force—A New Wood Market 
K/D containers offer new Plywood markets. 
The ABC’s of Zero Defects 
Answers to some readers’ basic questions on ZD. 
Explode Labor’s False Hopes Apr., p. 18 
A lesson about automation for both management and labor. 
Can ZD Apply to Us? Apr., p. 20 
An expert answers more ZD questions from readers. 
ZD Progress at American May, p. 20 
Results from one of the first companies to try the program. 
NKCA Sets Standards Program May, p. 23 
A united effort will result in a better industry outlook. 
“Agonizing Appraisal” June, p. 20 
NFPA members look at some deep-seated problems needing 
solutions. 
Communications Are Vital to Zero Defects 
You're not going anywhere without it. 
The Not-So-Merry Lumber Go-Round July, p. 19 
SHLMA faces the supply-demand problem. 
Unique Safety Program at Algoma July, p. 20 
Learn how to make safety pay dividends. 
Can ZD Apply to Us? Part Il July, p. 23 
More readers get an expert’s answers to their ZD questions. 
Mobile Homes—a Tremendous Growth Potential Aug., p. 16 
Are you missing a tremendous wood market? 
Are You Kissing Your Lumber Goodby? 
A timber company trains for future gains. 
Where Wood Rates First Sept., p. 25 
Wooden water tanks save money for an Oregon community. 
Paper is Safe in 1700°F. Fire Sept., p. 26 
Wood’s insulating characteristics offer big advantages. 
New Fountainhead of Technical Skilis Oct., p. 22 
Southern Illinois U.’s two-year program will benefit industry. 
New Wood Markets Demand New Machines Nov., p. 22 
FPRS President updates WMDA members on industry progress. 


Total ZD Concept Dec., p. 20 
Top authorities expose the concept for woodworkers. 


Feb., p. 20 


Mar., p. 16 


June, p. 22 


Sept., p. 22 


MANUFACTURING 





Primary 

Challenge O!d Particleboard Concepts Feb., p. 28 

A breakaway from old board sizes leads to press manufacture 
problems. 


Why A New Circular Headrig? Mar., p. 26 
Well—it provides more flexibility, and lower maintenance. 


Particleboard Operations Demand Tons of Air May, p. 30 
Who says air is not important in board production? 

Tons of Particleboard May, p. 33 
U.S. Plywood introduces a new product and tells how and why. 
Virola’s Problems Unmasked , Aug. P- 26 
Proper drying techniques can eliminate the specie’s problems. 
Three Layers Make a Better Board Aug., P. 31 
How do you engineer a Particleboard for specific qualities? 
Whitener Lumber Up 30% Oct., p. 30 
New mill equipment—boosts output. 


Remanufacturing 


Osmose Treatment of Ties Jan., p. 32 

A railroad picks an economical wood treatment method. 

Why Pay for Clean Air, Part Il Jan., p. 34 

Know when and where air power equipment is needed. 

Why Pay for Clean Air, Part Il Feb., p. 34 

Protect your tools beyond the compressor. 

Numerical Control Comes to Woodworking 

But can manufacturers justify the cost? 

How to Develop Your Own Ki!n Schedules Apr., p. 30 

Newcomers’ basics that also can be used on little-known species. 

Ultrasonics Spot Trouble Before It Starts Apr., p. 34 

New developments facilitate maintenance and reduce costs. 

Make WPC Materials in Your Plant ‘ May, Pp. 

A simplified technique puts it within any plant’s reach. 

Save Grade Quality June, p. 

Get more usable lumber with proper drying practices. 

Choose the Right Wood, Part I June, p. 30 

tiard-to-get species? Maybe you can find a substitute. 

Pre-Finished Hardboard Skins Find Big Door Market July, p. 30 

A new product can mean new markets for other woodworkers. 

How to Thread a Dowel! July, P. 33 

How about authentic wood screws to produce authentic antique 
furniture? 

Choose the Right Wood, Part II 

Let’s look at more hardwood species substitutes. 

Square-Sectioned G!ue Blocks 

They are better because, claims a manufacturer. 

When to Choose Nai!s or Staples Oct., p. 

Do you know which is best—where? 

Ten Homes a Day at Pease Woodwork Nov., p. 

Data processed inventory controls speed house production. 

Domestic Shortages? Have You Tried Virola? Part ll Nov., p- 

What are the machining characteristics of the species? 

Manufactured Classroom Every 8 Hours Dec., p. 

A manufacturer helps ease the schoolroom shortage. 


Apr., p. 26 


Sept., p. 36 
Sept., p. 39 
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Furniture 

Speeding Production at Hammond Organ 
New equipment makes the difference. 
Opportunity for Pre-Planned Production Savings Feb., p. 
This effective management tool can help any operation. 
Engineered Production = Profit Mar., Pp. 
Carefully-planned expansion means increased profits. 


Jan., p. 
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Bar Stools Galore Apr., p. 40 
A simple operation expands with successful sales force. 

Walnut Crisis Opens New Oak Markets May, p. 42 
Many fine hardwoods can fill the shortage problem. 

Furniture is No Longer a Family Affair June, p. 36 
Unique paperwork control system builds company output, profit. 
How Do You Compete July, p. 40 
A desk manufacturer explores every cost-saving technique. 
NAFM Internationa! Fair Aug., p. 37 
The first Furniture Fair promises a solid success. 

How to Go Zero Defects Al! the Way Sept., p. 42 
The Kroehler “giant” tackles a complete program. 

New Out!ook for Cost Reductions Oct., p. 39 
SFMA plans new procedures, equipment and future studies. 
Clamping Down on Assembly Costs Oct., p. 40 
Improve your clamping to boost unit output. 

Double Chair Seat Output Nov., p. 38 
Air drills versatility and speed offer production efficiency. 


Who Cares About Quality? Dec., p. 30 
J. L. Metz furniture manufacturer builds it into all products. 


Sanding-Gluing-Finishing 
Softwood Plywood Makes the Grade Jan., p. 41 
New Plywood siding products find a growing market. 
Stop Costly Sand-Throughs Jan., p. 42 
Are taped veneers giving you a sanding problem? 
Ultraviolet Rays Trace Squeeze-Out Feb., p. 51 
“Black light” and tracer dyes provide a cleaner assembly joint. 
Hot Airless Spray Systems for Faster Finishing Feb., p. 52 
A boat manufacturer solves some production bottlenecks. 
Sanding Oddball Shapes Mar., p. 41 
Special furniture design needs practical sanding jigs. 
Uniform Color and Quality Mar., p. 42 
Appearance and durability are prime requisites at this plant. 
Ceramic Oven Systems—Add Finishing Savings Mar., p. 46 
Newly-adapted systems bolster output. 
Cost Savings of Abrasive Planing Apr., p. 45 
Almost zero rejects and accurate tolerances make the difference. 
Shadow Guide Lines to Boost Lay-Up Accuracy Apr., p. 46 
Application in flush door lay-up speeds production. 
Hold Panels Flat for Sanding May, p. 45 
Vacuum cups on work tables provide production benefits. 
Curtain Coating Cuts Costs, Part May, p. 46 
This simple principle offers high speed finishing of panels. 
Sand Truer Edges June, p. 45 
Tenoner sanding attachments give accurate, fast results. 
Catalyst Saves Overtime June, p. 46 
Glue formulations delay closed assembly time—better Siar 
deployment. 
New One-Shot Mu!ticolor June, p. 48 
A simplified heat transfer printing offers many advantages. 
Size Before Sanding ee July, p. 47 
It provides higher quality results when finishing. 


Would You Believe . . . 30 Seconds? ; July, p. 49 
A revolutionary high velocity oven dries finishes immediately. 
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Curtain Coating Cuts Costs, Part ll Aug. 55 
Learn about materials, unit selection and problems to av oid. 


Two Hot New Gluing Methods Give Singer the Edge Sept., p. 47 

New hot melt edge banding equipment speeds production, 
saves labor costs. 

Keep Coating Materials Flowing 

Several methods can be used to get distribution of r 
materials. 

Coordinated Sanding Systems Oct., p. 43 

Benefit from an total engineered system for your sanding 
requirements. 

Curtain Coating Cuts the Barrier Oct. +» Pp. 47 

A furniture manufacturer is satisfied with the system’s value. 

High Output Quality Sanding Nov., p. 41 

Return feed conveyorized sanding setup solves production 
problems. 

Pane! Finishing in 2 Minutes Nov., p. 42 

With conveyorized lines and high temperature/velocity ovens. 

Get a Quality Dust-Free Finish Nov., p. 44 

Separate your panel finishing room from pre-finish sanding. 

The Perfect Prefinished Panel Dec., p. 33 

U.S. Plywood knows it’s not easy. 


ir: p. 51 
Il coating 


PROGRESS OF INDUSTRY 


Where is American Know-How? Jan. p. 49 

Woodworking needs forward-looking practices and machine 
builders. 

Outlook—Another Good Year Feb., p. 55 

SFMA’s Spelman predicts success for furniture industry despite 
problems. 

Government Kills Centennial Celebration Mar., p. 53 

“Chic” Rinehimer takes a crack at government “improvement” 
projects. 

More Important Than Selling Machines Apr., p. 51 

Understand the woodworker’s goals before selling equipment. 

Keep Up With Changing Times May, p. 55 

Kroehler has to work at it to stay on top of changing markets. 

Technica! Know-How is Needed for Survival June, p. 55 

Johnson-Carper’s L. Fox claims it is a necessity. 

Are Wholesalers Neces July, p. 55 

Ye8, and John R. Wilson of Wilson Industrial Lumber tells why. 

Louisville A-Go-Go Aug., p. 65 

NAFM Fair plans a great roundup of equipment and ideas. 

Exploiters Are the Spoilers Sept., . 57 

FPRS president Muschler probes the forestry industry’s he 
problems. 

What's New in Finishing? Oct., p. 53 

Van Liere at Mobil tells of new and dramatic finishes. 

Keep Wood in the Race Nov., p. 47 

A home builder “pins down” the biggest danger in the 
homebuilding industry. 

Gullickson Sights Ahead Dec., p. 39 

A manufacturer examines the labor situation and some man- 
agement alternatives. 





